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defects,- was adopted in. the steamer, the " Princess " and also in the " Oriental " and " ILwdostan" employed in the Mail service in the Mediterranean. Perfect combustion of the gas was effected, and, consequently, no formation of smoke. The numerous orifices are here removed from the direct action of the heat, or the liability to be choked. The regulating ..valve, originally placed on the apertures, to regulate the supply, was, after a little experience, found to be unnecessary, and was removed. This plan has become, practically, the most effective, and, during the last ten years, has been adopted in numerous marine and land boilers. The cost of the air-box was under forty shillings.
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"Fig. 52. In this plan, the air was introduced through a
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